


RBT400251 


ENGRAVE TOOL No., 


SERIAL No., AND 


"MADE IN USA", TO FIT 


1.200 


.125 


1.515 



DEPTH .26 


.843 


.380 


.190 


1/4-20 UNC 


-1 


BACK LASH TOOL 


CAD PLATE 


MIL-C-81562, TYPE I, CLASS I 


.579 


.130 


-1 
-3 


-5 


APPLY 


LOCTITE 262 


ASSEMBLY 


.50 


1/4-20 UNC 
1/4-28 UNF 
-3 


STUD 


CAD PLATE 


MIL-C-81562, TYPE I, CLASS I 


1.065 


This drawing, specifications, and concepts contained here in are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


# 


ASSY 


DESCRIPTION 


-1 


PART # 


BACKLASH TOOL 
1 


OR SPECIFICATIONS 



MATERIAL 


4140 Q&T 


B/O INFORMATION 


QTY 


ASSY 


QTY 


ASSY 


NOTES 


1. ORIGINAL TOOL No. 412-240-010-101 


2. TEST PIECE RC 34 


THREADED STUD 
1 


DOWEL PIN 
1 
STEEL 


-3 


-5 


4140 Q&T 


UNDER REVIEW 


URF 19-1176 19.11.01 (VM) 


